"APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9 


1 RIGS 


Vu UPKVICH, YaoTto 
neem ARO TROLS ST RE Se a Nate 


= © Oy 
3 2 : « wet t+) 22 grb Slt TOE <= Io. Te 
t a ssctich at ee Unt eo -roens =~ ; 
fatreauction <<. he BS se . Pact te whe cube 
4 Sen 4 Imaaatrtg, UNterpyro tesa sh ae . 
dion nateords in imadsec os tac be . 


a 
any ‘Be 


enstpe 13 neetsgle da 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 


CIA-RDP86-00513R001 


60510001-9 


VOL'FEOVICH, Ya.Ye. 


Frequency regulation of synchronized multiple-motor drives, From, 
energe 20 n0.9333-35 S 165, 


Use of lasers in industry. Ibid. 135-36 (MIRA 18:9) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


“APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9 


vou! FROVIOR, Ya.Ye, 


raeclerra machine with reciprocal motion, Prom.energe 19 no.71i2= 
. (MIRA 18:1) 


Magnetoelectric device with contactless signaling arra 
the autommtic control of engineering proce plan Seyi ae for 


open isu for regulating the operation of electric crane motors, 


Use of control computers in the equi 
enterprises, Ibid. 144 quipment maintenance of industrial 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


ne eee: cree 


— 


"APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9 


SARS TS TY 


VOL'FKOVICH, Ye.Ye,, inzh, 
Pia seete 


Construction of electric power transmission lines in the United 
States and Canada. Energ. stroi. no.42:94-96 '6L. 


(MIRA 18:3) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 


CIA-RDP86-00513R001860510001-9 


5 = Brea a eee 


7 t a ir 


VOL'FKOVIGH, Ya,Yo, 


Use of bare aluminum wires ‘n supplying power to elecirciy 


SLC SL OLY TLC 


tanks in aluminum plants, Prom. energ, 20 no.1:42-43 Ja 165, 


Fluorescent and mercury lamps for industrial lighting systems. 
Ibid. 2 43—L4 


Prospects of the continued development of industrial lighting 
systems, Ibid. 244-45 (MIRA 18:4) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9 


——$——— EERO Es Ts __ ee 


VOL'FEOVIGH, Ya.fe. 


Block system oF aantect welding aprarstus. From. energ. iS 


D 


noe52f46ei7 My TEA. 


Feeding of portable electrical equipment from an enclosed : 
trolley line. Tbid,:47 (MIRA 1726) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08 


ees TMG} 


/09/2001 


eprint EEE RSE SS a 


CIA-RDP86-00513R001860510001-9 


so as, ene 


° ° 
dos S _ . : 
1 beigens ie ey aes Ce he : 
‘ ® or aaa. oO) 
"te 


eB verdes tadustries in 
eae ue 
gp tee a 2) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/200 CIA-RDP86-00513R0018605100 


FER Sa 


01-9 


ca 


eerbint ae es Seeds teh S 


VOL'FKOVICH, Ya.Ye. 
Use cf computers for statistical calculations and fault 


analysis i i 
mi n electrical networks. Prom. energ. 17 no.6:42 


Monitoring the thermal load of electrical equipment. 
Ibid. :43 (MIRA 17:6) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 


CIA-RDP86-00513R001860510001-9 


EE fe ee NG 


VOL'FKOVICH, Ya.e. 
Consumption of electric power in the national economy of the 
German Federal Kepublic in 1962. Prom. energ. 19 no. 4:46 
Ap '64. (MIRA 1735) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/ 


Be 


09/2001 


ee es 


CIA-RDP86-00513R001860510001-9 


VOL'FKOVICH, Ya.¥o. 


Lighting of control and nea 
Prom, energ. 18 no.11351-52 N 163, 


Start network centainins rheostat and reactor elements far the 
electric driveg of conveyors, 52 


Injuzies frm sleetricliy ia Austria in 196he, ey R 
2 Fane, Ue {MIRA 16:12) 
- Vhs eT : 


at 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 


tay 


CIA-RDP86-00513R001860510001-9 


i = « F § 


_VOL'PKOVICH, Ya.¥e. 
Accidents. which occurred in work with the electrical systems 
of industrial enterprises in Great Britain for 1957 {from 
"Electrical Times," no.3489 1958, and no.3504 1959). Pron. 
energ. 15 no.8:49 Ag '60. (MIRA 15:1) 

(Great Britain--Electricity, Injuries from) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08 


{09/2001 


RAS St 


CIA-RDP86-00513R001860510001-9 


Bx - +. vi : ae 


VOL‘ FKOVICH : YaeYe. 


Contactiieas signaling device for @he automatic control of mechanisms 
(from "ETZ-A," no.9, 1960). Promeenerg. 16 n0.5352-53 My ‘61. 
(MIRA 1427) 
(Germany, West—Magnetic instruments) 
(Germany, West-—Automatic control) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 0 


/2001 


mtct f 


CIA-RDP86-00513R001860510001-9 


-<h 4 i 


VOL 'FKOVICH. Yate. ee 
Coordinated use of automatic circuit breakere and current- 
limiting fuses. (From: "Power Engineering" no.9 '55). Prom. 
energ. 11 no.7:31-32 Jl '56, (MLRA 9:10) 


(United States--Electric circuit breakers) 
(Electric fuses) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RE 


LEASE: 08/09/2001 
i ee ee ee ee Soe ees Shave: Gee 


= 


CIA-RDP86-00513R001860510001-9 


= Aj rae | 


VOL'FKOVICH, Ya.Yee 

Redie cemmmication in industrial enterprises. Prem. energ. 18 ne.7: 

35 Jl '63. (MIRA 16:9) 
(United States--Radio) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


ak 


"APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9 


ay 
a me aig Ly aT oe 


_VOL'FKOVICH, Ya.¥e. 


Electric meter with magnetic load relief. Prom. energ. 18 no.8:52 
Ag '63. (MIRA 16:9) 
(Gormuny, Wast—Hlectric meters) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9 


VOL'FKOVIGH, Yae¥ee,. . 


Anticipated incrsase in the demand for electric power by industrial 

enterprises aud other consumers in the German Federal Republic in 

1975. Prom. energe 18 no.8:50-51 Ag '63. (MERA 16:9) 
(Germany, West—-Llectric power) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 


VCT."FKOVICH, Ya.Ye. 


heat ha a ie Sia A ak RI MOE BLN RS 


CIA-RDP86-00513R001860510001-9 


Censumption of electric pewer by varieus industries in Western Curepe 
in 1960. Prom. energ. 18 no.7:36 J1 '63, (MIRA 16:9) 
(surcpe, Western—Electric power) 


APPROVED FOR RELEASE: 08/09/2001 


CIA-RDP86-00513R001860510001-9" 


VOL'FKOVICH, Ya.Ye,. 


Statistics on fatal accidents in electrical systems in at 
Britain. From. energ. 19 no.1:50 Ja '64, (MIRA 17:2) 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


"APPROVED FOR RELEASE: 08/09/2001 


ect 


CIA-RDP86-00513R001860510001-9 


es 3 


Rh fies 
BEA aes eee ee 


VOL'FKOVICH, Ya.Ye. 


Use of light reflection in controlling the quality of polished and 
lacquered surfaces, Prom. energ. 18 no.9243 S '63. (MIRA 16:10) 
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scattering glass of crrtdoor-type electric lighting fixtures 
(from "Electrical World," no.9 1962), Prom. energ. 18 no.53 
52-53 My '63, (MIRA 16:6) 


(Electric light fixtures-—Cleaning) 
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VOLTE OEIC cleadae 
Transistorized atarting device for synchronous motors. Prom. energe 
15 no.10:50~51 O '60. (MIRA 13:11) 
(Electric motors, Synchronous ) 
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VOL'FKOVICH, Ya.Ye. 


: = “Tse of infrared rays in automatic control (from "Plant Engineering," 
no.2 1960). Prom.enerz. 17 no.7:47-48 Jl '62. (MIRA 15:7) 
(Infrared rays—-Industrial applications) 
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VOL'FKOVICH, Ya.Ye. 
“FSS tromagne tie device for precise determination of the location 
of the supports of large machine tools (from "Instruments and 
Control Systems," no.2 1960). Prom.energ. 17 no.7:48 Jl ‘62. 
(MRA 1527) 


(Electric apparatus and appliances) 
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a n atus for d.C. 
Cabinets with feeding devices and co trol appara . . 
electric motors.(from."Power," no.8, 1956). Prom.energ. 12 


noe8:32-33 Ag '57-6 (MIRA 10:10) 
(Electric generators) 
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VOL'FKOVICH, Ya.Ye. 
“ Results of the twelfth all-Union competition for the 
best proposal on economy of electric and heat energy. 
Prom.energ. 12 no.9:36-38 5 '57. mn 

| (Blectric engineering--Competi tions) 


(MIRA 10:10) 
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Plaats in Switserland during 


4 
Statistica on accidents in electric ee. (MERA 10:8) 


1955, Prom. energ. 12 n0.7:33-35 Ji 


(Switserland--Zlectricity, Injuries fron) 
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VOL'FKOVICH, Ya.Ye. 
Pe a ae ee 
: Miniature television camera for industrial purposes. 


6:31 Je '57. 
oa (Switzerland--Industrial televis 4on) 
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(MIRA 10:7) 
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Atomic lamp (from "Atomica," no.4 1956). Prom.energ. (uLBA 10:2) 


30-31 Ja '57. 
(Lampe ) 
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VOL'FKOVICH, Ya.Ye., inzhener. 
Ward sora e a Sitesasy ia Ae Sado iacheaaecnas sat 

Using television in metallurgical plants (from "Mechanical world," os 
no.3447 1986). [Reviewed by IA.E.Vol'fkovich]. Prom. energe 12 no2:3 
P 157, : fe Fe te (MLRA 10:3) 


(Great ‘Britain--Te jevision 1n inuustry) 
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nek and the German Federal Republic (fram "Electrical World," 

no.10, 1956 and "Blektrisitatewirtechaft," no.21, 1956). Prom. 

energ. 12 ne.3233-34 Mr '57. (MLBA 10: 
(United States--Klectric pewer) (Germany West--Hlectric power 
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VOL'FKOVICH, Yas Yas....... 
geste een SEARS Ese 
Using a television chamber for microscopic testing of metal (from 
"Electrical World," no. 22, 1956), Prom. energ. 12 no,4:31 Ap '57. 


(United States~-Metals~-Test ing) (MIRA 10:5) 
2 : pai et i er ’ 7 
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VOL'FKOVICH, Ya.Te. 
epee ere eh AD RAT EI COE I Oe, 
Electricity in industrial plants in the United States (Industr7z 
and Power no.1 '56; Power Engineering no.4 '56). Abstract by 
IA.B.Vol'fkovich. Prom.energ.11] no.9:31-33 5 '56. (MERA 9:11) 
(United States--Electricity) 
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VOL'FKOVICH, Ye EBscrsise a 
i trial olante in 
Fieures on electrical accidents in British industr r 
1966 (from "Electrical Times," no. 3453,1958). Prom. energ. 13 


no. 6234-35 Je '58. (MIRA 11:8) 
(Great Britain--Blectricity, Injuries from) 
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_Volfman, S.E., Engineer. 342 


System of automatic control of the process of combustion 

for "DKV" type boilers with pneumatic-mechanical dispensers 
(System: avtomaticheskogo regulirovaniya protsessa goreniya 
dlya kotlov tipa DKV s pnevmomelkhanicheskimi zabrasyvatelyami. ) 


"hnergomashino stroenie"' (Power Machinery Construction), 
1957, Tlo. 4, Pp. 6, (.S.S.R.) 


The system is intended for automatic control of the supply 
of fuel and air and of the draught enabling the maint ining 
of the specified values of the pressure, fuel to air ratio and 
the sub-p:ressure in the combustion space, As auxiliary sources 
of energy for the regulators, 110 V d.cé'and water of 1 - 3 atm. 
pressure at 50 ~C are used. When all the regulators operate 
simultaneously, their consumution does not exceed 25 W; the 
water consumption of the system is 100 — 400 litres/nour. ‘The 
equipment is manufactured by the "Ilmarine™ Works. S%xperiments 
carried out in 1956 yirlded satisfactory results. (This is 
not an abstract, but an almost complete translation. ) 
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8(6) SOV /11Z-59~4-6911 
i ae 
Translation from: Referativnyy zhurnal. Elektrotekhnika, 1959, Nr 4, p71 {USSR} 
AUTHOR: Vol'fkevich, Ya. Ye. 

a ; : 
TITLE: Applications of TV in Power Engineering 
PERIODICAL: En 2rgokh-vo za rubezhom, 1958, Nr 3, pp 45-46 
ABSTRACT: Biblisgraphic entry. 


Card 1 / 1 
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AUTHOR: Vol'fkovich, Yas Tes, O4-58-6-12/19 

TITLE: Statistics of Blectrical Aecidents in the U. 6, A. 
(Statistika elektrotravmatizma v SShA ) 

PERIODICAL: Promyshiennaya Energetika, 1958, Nr 6, p 34 (USSR) 

ABSTRACT: This is a prief account of electrical accident statistics 
in the U.S.A. in 1956 taken from an article in Blectrical 
world, 1957, Nr 18. 

There is 1 table and 1 English reference. 


Accidents ~ Statisticel analysis 


Card 1/1 1. Bisctricity - Hazards 2. 
3. Accidents - USA 
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AUTHOR: _Vol fkowich, Ya Yeo SOV/94-58-9-15/ 30 


TITLE: Ultrasonic degreasing of parts (Obezzhirivaniye detaley s 
vozdeyatviyem ultrazvuka) 


PERIODICAL: Promyshlennaya Energetika, 1958, No.9. (USSR) pp. 31-32 


ABSTRACT: This is a brief abstract of an article that appeared in VDI 
Zeitschrift 1958, No.3. It describes a method of ultrasonic 
degreasing tha% is used in the electrical, optical, instrument and 
other industries. There is 1 literature reference (German) 


1. Materials--Cleaning 2. Ultrasonic radiation--Applications 


Card i/l 
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AUTHOR: Vol'fkovich, Ya. Y2.o sov/94-58-9-17/ 30 
se pccinenimreenmer  er—rrn 
TITLE: A new method of cold welding of metals. (Novyy sposob soyedineniya 


metalloy v kholodnom sostoyanii) 
PERIODICAL: Promyshlennaya Energetika, 1958, No.9. pp.22 (uSSR) 


ABSTRACT: This ig a brief abstract of an article from Production’ 1957, 
No.4.,; on the use of ultrasonics for cold welding. Machines of 
up to 2 kW are used for spot and seam welding. There is 1 literaturs 
referenss (Englishi : 


1. Metals--Bonding 2. Ultrasonic radiation-~Applications 


Card 1/1 
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AUTHOR: Vol‘fkovich, Ya-E. S0V/94-58-9-16/ 30 
TITLE: The use of ultrasonics during heat treatnen! (Primemalye ul trazvuka 


pri termoobrabotke ) 
PERIODICAL: Promyshlennaya Energetika, 1958, No.9. pp.32 (ussn) 


ABSTRACT: This is a brief abstract of an article in ‘Machine Shop Magazine’ 
1958, No.l. explaining how heat transfer during heat treatment can 
be accelerated by the uge of ultrasonics. There is one literature 
referer.se (English) 


1. Materials--Heat treatment 2. Heat transfer--Ultrasonie factors 
3. Ultrasonic rediation~-Applications 


Gard 1/1 
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Volfkovich, Ya.Ye. SOV /94-58-9-18/30 
~yoIning solid metals by ultrasonics (Soyedineniye metallov v tverdom 
sostoyanii s vozdeystviyem ul‘ trazvuka) 
Promyshlemiaya Energetika; 1958, No.9. pp. 32-33 (USSR) 


Thig is a brief abstrazt from an article in 'Irov Age" No.22. 


1957, whach describes ultrasonis equipment used to join fine wires 
and foils. There is 1 literature referense (English) 


1. Metels--~Bonding 2. Ultrasonic radiation--Applications 
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AUTHOR: t Vol'fkovich, Ya Yee SOV/94-58-9-19/30 


TITLE: Welding by means of ultrasonics (Svarka pri pomoshchi ul'trazvuka) 
PERIODICAL: Promyshlennaya Erergetika, 1958, No.9. pp. 33. (USSR) 


ABSTRACT + This is a brief abstract from an article fror ‘Mechanical Engineering’ 
No.3., 1958; dessribing an American machine Lor automatic 
sontinuous seam welding employing ultrasonizs. There is 1 
literature referense (English) 


1. Indugtrial plants--Electrial systems 2. Electrical networks 
~-Performance 3. Electrical networks~-Design 
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VOL'FKOVICH, Ya. Ye.,inzhe 


| high-mnountain region 
Experimental superhigh-voltage line ina ; 
(Geo "Blactrical Woat," no.3, 1957)» Moot gokesoes aut a 
6-47 ND '58, 


(United States--Zlectric power distritution--High tension) 
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nero atuevlans control equipment for slectric motora. Bink. ial 
no.4 Supplement:32-35 Jl-‘¢ '58. (RA 11s 


(Blactric motors) (Blectric controllers) 
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AUTHOR: Vol'fkovich, Ya. Ye. 94-4 ~16/25 
- TITLE: Industrial Lighting (Osveshcheniye promyshlennyxh pred— 
priyatiy) 


PERIODICAL: Promyshlennaya Energetika, 1958, Vol.13, No.4, 
pp. 40 - 2 CUSSR).. 


ABSTRACT: This is a general review of foreign industrial lighting 
practice. High levels of illumination are used; those accepted 
in the USA and a number of Enropean countries are given in 
Table 1. Table 2 gives data on the rising standards of illun- 
ination in France over the period 1910-1957. In England, tests 
have been made under factory conditions to determine the increase 
in labour productivity with increased illumination; the results 
are displayed in Table 3. Information about the main categories 
of light sources used for industrial lighting are given in 
Table 4; much use is made of incandescent and fluorescent 
lamps. The characteristics of the latter are described. The 
use of mercury-vapour lamps, particularly of the high-pressure 
type, is described. 

Projection equipment used in shipbuilding to project drawings 
on to steel sheet is depicted in Fig.1. Projection equipment is 
also used on a form-grinding machine, as in Fig.2. Sodium lamps 


e very efficient, but because of their colour characteristics 
Cardi fe : 
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Industrial Lighting 94-4-16/25 
are mostly used outdoors. Examples of mechanised servicing 


lighting installations are given. 
tipie exe 3 figures, 4 tables and 7? references, of which 4 


are English, 2 German and l ¥rench. 


AVAILABIE: Library of Congress 
Card 2/2 
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AUTHOR: Vol! fkovich, Ya -B. 
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TIT: A Radioac ive Level ‘Gauge (Radioaktivnyy urovnener ) 
pHRIODIGAL:Pronyshlennaya Bnergetike, 1958, Nr 12, pp 28-29 (USSR) 


ABSTRACT: This brief noteis based on an article in "Process 
Gontrol and Automation" 1957, Nr 9. 
Tt is often difficult to measure the level of materials 
in high pressure and certain other tanks. In such cases 
level gauges can be made to operate on the absorption 
of gamma radiation by the material in the container. 
Such a level gauge will consist of a radio-active 
source on one side of the tank and a gamua-radiation 
detector installed on the other. The advantages and 
disadvantages of this type of level gauge are priefly 
described. An example is given of the use or the 
instrument in a glass works. There is 1 English 
reference. 
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AUTHOR: Vol'fovich, 4. Ye. On-13~-7-13/25 

PTTL: Industrial Seleniun Rectifiers (Selenovyye vypryaniteli 
dlya promyshlennykh predpriyatiy) 

PERIODICAL: Promyshlennaya Bnergetika, 1953, Vol 13, Nr 7, PP 41-32 
(USSR) 

ABSTRACT: This is a prief review of different types of selenium 
rectifier used for industrial power supply in the West. 
The general characteristics of selenium rectifiers are 
described and examples are given of their use for 
electrolysis, welding and other heavy current applications 
and also for electro-static precipitators. 
There are 2 figures and 4 references, all of which are 
Englisn. 


Gard 1/1 tl. Selenium rectifiers — Properties 


APPROVED FOR RELEASE: 08/09/2001 


CIA-RDP86-00513R001860510001-9" 


a ——— 


"APPROVED FOR RELEASE: 08/09/2001 


CIA-RDP86-00513R001860510001-9 


VOL'FKOVICH, Yo.Ye.,inzh. eae 
agente teat ETE TE ane dae ‘ a 

—_- Design of an experimental section of ne te AS n 

the U.S.A. Energokhoz.28 ruh. no.1:3 cies 12:44) 


- 4on 
(United States--Klectric power distribution- High tens 


APPROVED FOR RELEASE: 08/09/2001 CIA-RDP86-00513R001860510001-9" 


a 


"APPROVED FOR RELEASE: 08/09/2001 


ae 
Sa 


CIA-RDP86-00513R001860510001-9 


a he 
VOL'FKOVICH, Ya.‘~e.,inz _ 
mind ing rapid-action circnit breakers od te Beenie 
ve tations (from "Hiractrical World, 10» Lea Mak 
ee rub. nol:40-41 Ja-F '59. 
8 e 
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VOL'FKOVICH, Ya.Ye.—~ 


Use of thermistors for the protection of electric notors. (from 


. enetge 15 no.l2:46 
mWestinghouse Engineer" n0.6, 1959). Prom. oneké (MIRA 13:12) 
D '60. 


(United States—Electric motors ) (Thermistors ) 
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